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oon 25 January 1972 


MEMORANDUM FOR THE IT IRECTOR 


SUBJECT: Trowels Used at the Laying of the Cornerstone of the 
Central Intelligeace Agency Headquarters Building 


l. The cornerstone of the Central Intelligence Agency Head- 
quarters Building at Langley, Virginia, was laid on November 3, 1939, 
by President Dwight D. Eisenhower. Allen W. Dulles, the Director of 
Central Intelligence, assisted. 


2, As an expression of hie appreciation for my work in connec - 

thon with the construction of the Headquarters Building, Allen W. 

Dalles presented to me trovels used by President Eisenhower aad 

himeelf at the laying of the cornerstone. They are inscribed 8¢,follows: 
"Dwight D. Eisemhower, President of the United ~ 
States, used this trowel] at the laying of the 
cornerstone of the Central Intelligence Agency ~~ 
Building at Lan.ley, Virginia, on Novernber 3, 196! 
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“Allen W. Dulles, Director of Central Intelligence, 
used this trowe! at the laying of the cornerstone of 
the Central Intelligence Agency Building at Langley, 
Virginia, on Nevernber 3, 1959" 


3. Om the occasion o ~y retirement from active Govermnent 
service, I should like to present the aforementioned two trowels to the 
Gentral {ntelligence Agency as isementos of permanent historical sig- 
nificaace. Thies memorandsn is to record the fact that on 25 January 
1972 Ttarned these two travels over to John F. Blake, Director of 
Logistics, for sifekeeping. 


Ys/, 0. K, White 


L. K. White 
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